Series II Agenda

Total Time: 6 hr. 15 min.

MORNING SESSION - 3 hr. 15 min.

FISAP Basic Workshop

General & Part lt Identifying Information,

Certifications and Warning

Part n, Application to Participate

PartIV,SEOG

PartV,CW-S

Part VI, Program Summary

Part HI, Perkins

LUNCH - 1 hr.

AFTERNOON SESSION - 2 hr.

Campus-Based  Highlights  Session

1988-89 Funding Summaries

1988-89 Reallocation

FY 1989 Budget

1989-90 Funding Procedures

Electronic FISAP (1989-90)

DRAP

IRS/ED Skiptracing Service

NDSL/Perkins Loan Assignments

Q & A's and Evaluation
